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A Terminal Building and Filling station Island of Pierce Pennant Terminals system 

FACILITIES INCLUDE: 154-PERSON RESTAURANT. WOMEN’S REST ROOM. SODA AND SANDWICH LOBBY 

EMERGENCY HOSPITAL 

NEAR COLUMBIA. MO. NEAR MIAMI.OKLA. NEAR TULSA. OKLA. 

(ON U. S. HIGHWAY 40) (ON U. S. HIGHWAY 66) (ON U. S. HIGHWAY 66) 







